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Message Text 


E.O. 11652: N/A 

TAGS: BEXP, BGEN, TBIO, QA 

SUBJECT: METRIX INC. V. QATAR MINISTRY OF PUBLIC HEALTH 

1 . DR. PETER GWYNNE, CHIEF BIO-ENGINEER. QATAR MINISTRY OF 
PUBLIC HEALTH. HAS ASKED FOR EMBASSY ASSISTANCE TO CONTACT 
METRIX INC. (ADDRESS PARA 3). DR. GWYNNE HAS SENT SEVERAL 
LETTERS AND FOUR TELEXES TO METRIX INC. BUT HAS RECEIVED NO 
REPLY. 


2. MINISTRY OF PUBLIC HEALTH IMPORTED FOUR ECHOTONE DEVICES 
MODEL ETO-5 FROM METRIX INC. ABOUT TWO YEARS AGO. THREE OF 
THE FOUR DEVICES HAVE NOT BEEN FUNCTIONING SINCE SEPT. 77 DUE 
TO LACK OF SPARE PARTS. DR. GWYNNE HAS BEEN TRYING TO CONTACT 
PRODUCER OF DEVICES. METRIX INC., SINCE THAT TIME BUT NO REPLY 
RECEIVED. 

3. ACTION: PLEASE CONTACT METRIX INC. AT 876 VANTURA ST., 

AURORA, COLORADO, 86611. PHONE: (303) 343-8330. AND CONVEY DR. 
GWYNNE'S URGENT REQUEST FOR CONTACT CONCERNING SPARE PARTS 
ABOVE MODEL. DR. GWYNNE'S ADDRESS IN QATAR: DR. PETER GWYNNE, 
CHIEF BIO-ENGINEER, MINISTRY OF PUBLIC HEALTH, , P.O. BOX 

42, DOHA, QATAR ( ARABIAN GULF), PHONE: 26936, TLX: 4261 FAHA DH. 
CABLE: MEDICO. 

KILT .GORE 
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